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CONPIDENTIAL GENEVA 0488 

EO 11652: GDS 
TAGS: CSCE, PPOR, XG 

SUBJ: CSCE: HUMAN CONTACTS INTRODUCTORY TEXT 

REF: A) GENEVA 7490; B) GENEVA 7527; C) GENEVA 0487 

1 . THE CSCE SECRETARIAT TRANSLATION OP THE INTRODUCTORY 
TEXT FOLLOWS; IT IS THE TRANSLATION PROM THE PRENCH 
LANGUAGE ORIGINAL TEXT AND IS THE BASIS POR PRESENT 
DISCUSSIONS. IT DIPPERS SLIGHTLY PROM USDEL TRANSLATION IN 
REFTELS (A) AND (B). BEGIN TEXT; 

THE PARTICIPATING STATES, 

CONSIDERING THE DEVELOPMENT OP CONTACTS TO BE AN 
ESSENTIAL ELEMENT IN THE STRENGTHENING OF FRIENDLY RELATIONS 
AND TRUST AMONG PEOPLES, 

DESIROUS OP IMPROVING THEIR EXISTING PRACTICES IN THIS 
SPIRIT, 

RESOLVED TO DEVELOP, WITH THE CONTIUNANCE OP 
DETENTE, THEIR EPPORTS TO ACHIEVE CONTINUING PROGRESS 
IN THIS PIELD, 

AND CONSCIOUS THAT THE QUESTIONS RELEVANT HERETO 
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ACCEPTABLE CONDITIONS, 

MAKE IT THEIR AIM TO EACILITATE FREER MOVEMENT AND 
CONTACTS, INDIVIDUALLY AND COLLECTIVELY, WHETHER PRIVATELY 
OR OEFICIALLY, AMONG PERSONS, INSTITUTIONS AND ORGANIZATIONS 
OF THE PARTICIPATING STATES, AND TO CONTRIBUTE TO THE 
SOLUTION OF THE PROBLEMS OF HUMAN CONCERN THAT ARISE 
IN THAT CONNEXION, 

DECLARE THEMSELVES RESOLVED TO TAKE SUITABLE MEASURES 
TO THESE ENDS AND TO CONCLUDE ARRANGEMENTS AMONG THEM- 
SELVES AS MAY BE NEEDED, AND AFEIRM FORTHWITH THEIR 
INTENTION TO APPLY THE EOLLOWING: END TEXT. 

DALE 
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